OIST. CO.. 201 EAST GRAND AVENUE. CHICAGO. ILLINOIS 


THE WRIGLEY BUILDINGS BY NIGHT, ~ 
CHICAGO | 

The Wrigley Buildings are located on the 
plaza at the North End of the New Michigan * 
Blvd. Bridge. The main part of the building is * 
210 feet high and on top of the 16 stories rises a 
a 188 foot tower, making the height of the o 
entire structure 398 feet. Covers an area of £ 
11,496 square feet and costs approximately q 
$ 3,000,000. The entire building is highly illu- “ 
minated at night and can be seen for miles « 
around. 5 
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